Approved For Releasa.g900/04/18 : CIA-RDP81B00878R00140Q920014-5 
Effective: March 12, 1958 


Supersedes: February 25, 1958 


Revision: A 
EQUIPMENT LIST RR 
FLY-AWAY KIT FOR SYSTEM 6 
ITEM MP ESTIMATED NO. OF ESTIMATED 
NUMBER NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
2h.l S4OTT Semiconductor Device, Diode, 
Germanium, Commercial, 1N67A 1.07 5 5.35 
25 54.993 Semiconductor Device, Diode, Silicon, 
HUGHES A.C. CO. No. HD 6557 DELETE 
26 55051 Semiconductor Device, Diode, INTER- 
NATIONAL RECTIFIER CORP. No. 66-0710 DELETE 
27 55043 Semiconductor Device, Diode, Power 
Supply Type, INTERNATIONAL RECTI- DELETE 
FIER CORP. No. 3BS1 
28 11405 Switch, Coaxial, TRANSCO No. 11200 72.50 2 145.00 
29 NL TMmer Unit per R-W Dwg. No. 350.00 ak 350.00 
30 11809 Transformer, Power, 400 CPS, 
Per R-W Spec No. 249A DELETE 
31 45002. Tube, Electron, CK6152, Receiving, 
Commercial DELETE 


Approved For Release 2000/04/18 : CIA-RDP81B00878R001400020014-5 


ITEM 


361 
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11634 


12221 


EQUIPMENT LIST TT 


SLOE FOR SYSTEM 6 


NOMENCLATURE 


Antenna, Spiral, Test, 17", 


Attenuator, Assembly, R. F. 
100 DB, DAVEN CO. No. 642-50 


Cable, Antenna, for 17" Spiral, 
Per R-W Dwg. No. SK 24-36-106 


Jig, Switching, Timer, 
Right or Left 


Tuner, Waveguide, Double Stub, 
2-10 KMC, PR & D INC. No. 306 


Voltmeter, Electronic, 5-500,000 
CPS, V.T.V.M., RMS, BALLANTINE 
Model 320 


Unit, Isolation, Low Frequency, 
Per R-W Dwg. No. SK 51239 


Unit, Isolation, High Frequency, 
Per R-W Dwg. No. SK 51245-2 


Effective: March 18, 1958 


Supersedes: March 12, 1958 
Revision: B 


ESTIMATED NO. OF ESTIMATED 
UNIT COST UNITS © AMOUNT 
$ 181.00 8 $ 181.00 
125.00 1 125.00 
15.00 1 15.00 
20.00 2 40.00 
105.00 1 105.00 
425.00 He 425.00 
358.00 1 (*) 358.00 
358.00 1 (*) 


358.00 


(*) These items are funded under R & D Section and therefore are not included in the 
SLOE funding. 
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